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1. Reference is made to KJ-3809(1), dated 20 September 1952, 
subject as above. 



3. It is felt that consideration of the problem of returning 
Dr. Gingerich to Germany for a final inspection and instruction 
upon completion of the device should be held in abeyance until 
after Dr. Gingerich has returned to the U.S. and submitted his 
recommendations in this regard. 
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